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This investigation belongs to everyone.

You are urged to copy, share, and spread it—in any form or by any means: electronic, mechanical, photocopying, recording, scanning, or otherwise. Post it, print it, archive it, leak it if you must. Every time it’s shared, another light shines into the dark.

The more eyes on this story, the harder it is for the truth to be buried. Circulate it. Discuss it. Keep it alive. Truth only survives when it’s impossible to erase.
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Core Curriculum: DIY Detective & Assassin Hunters Academy – Artful Detective Program

Facing the Networks Behind Assassination

The DIY Detective movement stands on the front line of citizen-led justice, transforming ordinary people into investigators capable of exposing global networks of corruption, contract killings, and institutional cover-ups. At its core, the Assassin Hunters Academy trains participants to confront organized violence head-on—arming them with the tools to survive, investigate, and expose.

Within this academy, the Artful Detective Program serves as the essential curriculum—a fusion of criminology, forensic artistry, personal security, and legal advocacy. It equips participants to uncover truths buried by power, turning fear into focus and investigation into impact.

Suspect Network Mapping: Charting Connections and Shadow Alliances

This pivotal module teaches participants how to trace hidden relationships among perpetrators, visualize alliances, and identify patterns of complicity often missed by law enforcement. Using real case files from Larry Margulies’s attempted assassinations, learners analyze the intricate web of suspects and power brokers behind coordinated attacks.

Key subjects of investigation include:

Bill, owner of the Gecko Bar, allegedly tied to undercover U.S. government operatives involved in orchestrating threats.

Elissa Russell’s Taiwan group, linked to cross-border intrigue and covert operations under the guise of the Descendants of African People organization.

The Yudowitz network, a legacy of alleged corruption, intelligence ties, and personal vendettas that ripple through multiple continents.

Through graphical mapping, timeline overlays, and data visualization, participants uncover the structure of these shadow alliances—illuminating the hidden machinery behind violence and impunity.

The integration of Suspect Network Mapping elevates the Artful Detective Program from training to transformation, bridging artistic intuition with forensic precision. Each learner emerges not just informed—but ready to confront the world’s most dangerous networks with strategy, skill, and courage.

1: Forensic Sketching for Crime Solving and Murder Mapping

Instructor: Sketch Artist

Building foundational investigative skills, this section introduces visual techniques essential for evidence reconstruction.

Objective: Equip participants with forensic art skills to generate leads and map crime scenes effectively.

Learning Objectives:

	Master basic suspect sketching from verbal descriptions to generate investigative leads.

	Create crime scene maps and visual narratives to reconstruct events and identify overlooked evidence.

	Understand how drawing enhances witness memory for better suspect identification.

	Analyze the unsolved attempted assassinations of Larry Margulies and discuss implications for community advocacy.


Activities:

	Play a pre-recorded video from a trending news case about any assassination, followed by step-by-step suspect sketching and brain activation exercises for memory recall.

	For Larry Margulies’s case, sketch the missing Good Samaritan (said to be murdered) from his descriptions, then sketch Bill and Eliss, and other people from Larry’s case; vote on technique and likeliness.

	Sketch the Suspect! Game (30 minutes): Divide into teams; one “Describer” verbally describes a public domain photo of a trending killer (gestures allowed); sketchers draw in real-time; reveal the photo and score for accuracy (1 point per matching feature); run 2–3 rounds with different cases; record highlights for social media.

	Discuss overlooked clues in Larry’s case and share for advocacy; summarize takeaways.

	Advocacy Tie-In: Apply sketching techniques to visualize and publicize unsolved elements of Larry Margulies’s case, fostering community calls for justice.


Homework for Our Website and Social Media Channel: Sketch a family member’s face from memory; research a trending case and display the sketch; share clips on social media for engagement points.

1.1: Suspect Network Mapping – Charting Connections and Shadow Alliances

Instructor: Sketch Artist (in collaboration with Data Visualization Specialist)

Extending murder mapping into relational analysis, this subsection transforms static sketches into dynamic diagrams of suspect affiliations.

Objective: Enable participants to construct visual networks of suspects, revealing hidden alliances and generating actionable investigative leads.

Learning Objectives:

	Identify key nodes (individuals, organizations) and edges (relationships, transactions) from case files and open-source data.

	Cross-reference networks with physical murder maps to pinpoint convergence points of opportunity and motive.

	Apply findings to Larry Margulies’s case files for targeted advocacy and lead prioritization.


Activities:

	Review Larry Margulies’s case files to extract entities: Bill (Gecko Bar owner), Elissa Russell and her Taiwan-based group Descendants of African People, the Yudowitz family network, and associated intermediaries.

	Build initial node-and-edge diagrams in small groups: Assign roles (researcher, mapper, verifier); link entities by documented interactions or witness statements.

	Overlay network maps onto existing murder/crime-scene sketches to identify geographic “hot zones” where alliances converge.

	Present refined network maps to the class; vote on strongest lead pathways and propose next-step depositions or social-media exposure.

	Advocacy Tie-In: Publish your network maps on program channels to crowdsource additional connections and pressure authorities.


––––––––
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2: CIA Phone Gun Art Kit

Instructor: Arts and Crafts Artist

Transitioning from visual mapping to tangible security tools, participants engage in creative assembly to explore covert threats.

Objective: Discover assassin technology and true crime through hands-on kit creation, transforming replicas into educational artifacts.

Learning Objectives:

	Assemble and customize a non-functional phone replica inspired by historical covert devices.

	Research recent assassination cases under supervision to contextualize the kit’s design.

	Decorate the kit using provided art supplies to encourage creative expression.

	Facilitate interactive play to simulate threat awareness for families.


Activities:

	Assemble the base: Paint or decorate the pre-made plastic phone replica (non-functional and safe) with paints, markers, stickers, and diagrams.

	Research recent cases with supervision to inform design choices.

	Catch the Assassin (Interactive Play): The “assassin” tags participants using the phone replica; encourage children to decorate their own and play with family or friends.

	Advocacy Tie-In: Use the customized kit in demonstrations highlighting vulnerabilities in Larry Margulies’s case, promoting personal security awareness.
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3: Artful Sentinel Door Wedge Art Kit

Presented by: DIY Detective Assassins Hunters Academy & Artful Detective Program

Extending hands-on security from portable devices, this section focuses on home and travel fortifications through artistic personalization.

Objective: Revolutionize personal security by transforming a functional alarm into a customized protective tool, blending utility with creativity.

Learning Objectives:

	Customize a pressure-activated door wedge alarm for enhanced portability and deterrence.

	Apply artistic elements to encourage habitual use among travelers and homeowners.

	Explore security trends via an educational booklet to inform design decisions.

	Understand the device’s role in providing physical barriers and audible alerts.


Activities:

	Customize the pre-made door wedge alarm (120dB siren, pressure-activated) with a fabric sleeve, paints, markers, stickers, beads, and charms.

	Test the device’s features: Physical entry block, loud deterrent for escape time, and portability for hotels or emergencies.

	Advocacy Tie-In: Demonstrate the kit’s application to scenarios from victims’ survival experiences, advocating for widespread adoption in at-risk communities.


––––––––
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4: Collecting Depositions (On Location With Our Private Investigators)

Instructor: Licensed Private Investigator (PI)

Shifting from individual tools to collaborative evidence gathering, participants learn ethical protocols for witness statements.

Objective: Train participants to collect voluntary, court-usable witness depositions (affidavits) while prioritizing safety and legality.

Learning Objectives:

	Prepare thoroughly for witness contact, including case study and legal forms.

	Approach witnesses safely, explaining rights and assessing risks.

	Document sworn statements accurately, including recording and evidence attachment.

	Role-play collection processes to ensure completeness and ethical compliance.


Activities:

	Prep before contact: Study case facts and laws; partner with a licensed Private Investigator (PI); prepare forms, recorder, and ID; confirm witness willingness.

	Approach witness safely: Meet privately; explain purpose and rights (voluntary participation, perjury penalties); apply protection if needed.

	Collect sworn statement: Write detailed facts; swear before a notary; record with permission; attach evidence; file with lawyer.

	Practice drill: Role-play drafting an affidavit, simulate filing, and review for completeness.

	Advocacy Tie-In: Apply deposition skills to gather affidavits supporting Larry Margulies’s case, strengthening prosecutorial efforts for his unresolved assassination attempts.


Warnings: Risks include intimidation to yourself or by suspects; act but remember- murder cases have no statute of limitations.

End Goal: Build strong, ethical cases for justice through persistence and safety.

––––––––
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5: Innovative Victim Outreach with Food, Video Stories, and Digital Engagement

Instructor: Social Worker

Building on evidence collection, this section emphasizes empathetic support for victims’ families through multifaceted outreach.

Objective: Develop trauma-informed campaigns using meals, videos, and digital tools to aid families of assassination victims and promote justice.

Learning Objectives:

	Incorporate food as a healing ritual in discussions on assassin tactics, victim experiences, and justice recommendations.

	Produce multi-language video content with subtitles and sign language for victim narratives.

	Leverage digital platforms for real-time engagement, such as live-streaming.

	Forge multi-agency partnerships with law enforcement, mental health providers, and community groups.

	Design social media campaigns with hashtags and influencers for broader reach.

	Analyze feedback via surveys to refine outreach effectiveness.


Activities:

	Organize community events in high-risk neighborhoods, featuring shared meals as healing rituals tied to discussions on assassin tactics, victim experiences (including Larry’s complaint materials), and justice advocacy.

	Produce trauma-informed video documentaries in multiple languages, capturing narratives with emphasis on healing.

	Facilitate digital engagement through live-streamed panels, Q&A sessions, and webinars with advocates.

	Launch hashtag-driven social media campaigns involving local influencers.

	Establish partnerships with police, justice officials, and mental health experts.

	Collect feedback using surveys and sentiment analysis.

	Advocacy Tie-In: Integrate Larry Margulies’s narrative into all outputs to amplify calls for resolution in his and similar unsolved cases.


Sample Video Script:

Opening: Family member testimony – “Before that day, life felt normal... but everything changed in an instant. The pain, the fear – it’s hard to explain.”

Visuals: Food-sharing events and discussions. Narrator: “Our outreach events are spaces of healing where food symbolizes solidarity.”

Segue: Overlay of photos, voiceover on Larry’s story.

––––––––
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6: Social Media for Law Enforcement and Community-Driven Investigations

Instructor: Social Media Expert with Art and Community-Building Background

From direct outreach, participants advance to digital amplification, harnessing platforms for investigative momentum.

Objective: Implement multi-platform strategies to expose assassins, blending official tactics with community input.

Learning Objectives:

	Design campaigns raising awareness for cases like Larry’s, drawing on law enforcement examples.

	Set up branded social identities across key platforms.

	Develop content using open-source intelligence and trending topics.

	Compete in creating high-engagement posts judged on metrics and creativity.


Activities:

	Account setup and brand ambassador launch: Create identities (e.g., @diydetective[Initials], @assassinhuntersacademy[Initials]),  @artfuldetectiveprogram[Initials]) on X, TikTok, Instagram, Pinterest, Facebook, LinkedIn, and YouTube; incorporate hashtags .

	Campaign development: Reply to and comment on trending assassination posts using open-source intelligence and law enforcement success stories.

	Class competition: Produce posts for Larry’s case; evaluate via analytics for engagement, creativity, and features; award “Master Sleuth” status to winners.

	Advocacy Tie-In: Deploy campaigns to crowdsource leads for Larry Margulies’s case, accelerating community-driven resolutions.


––––––––
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7: True Crime Music Video Creation & Advocacy

Instructor: Improvisational Music Therapist & Acting Coach

Leveraging digital tools creatively, this section transforms advocacy into multimedia narratives for viral impact.

Objective: Produce music videos blending performance and storytelling to spotlight justice issues, starting with Larry’s case.

Learning Objectives:

	Compose music and lyrics tailored to Larry’s and trending cases.

	Hone acting for emotional reenactments.

	Film and edit videos using mobile apps.

	Research cases via true crime podcasts for expanded content.

	Optimize for SEO and social media distribution.


Activities:

	Part 1: Core Creation – Acting and vocal workshops: Practice expression and narration. Creative collaboration: Brainstorm and compose for Larry’s case.

	Part 2: Expanding Advocacy – Research trending cases on podcasts; adapt music, lyrics, and performances; link campaigns to podcast communities.

	Advocacy Tie-In: Release videos targeting Larry Margulies’s unsolved attempts.


––––––––
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8: Advanced Personal Detective Kits and Public Advocacy

Instructor: Police Officer

Synthesizing prior skills, participants assemble comprehensive kits while refining presentation for public influence.

Objective: Construct field-ready detective kits and cultivate advocacy through speaking and digital promotion.

Learning Objectives:

	Design kits optimized for high-risk investigations.

	Assemble components for documentation, navigation, and protection.

	Practice public speaking to demonstrate kit efficacy.

	Create SEO-optimized posts contesting for creative impact.


Activities:

	Personalized kit assembly: Use custom containers (e.g., lunchbox, briefcase) and include: acid-free workbook and portable clipboard; writing instruments (Uni-ball pens); navigation (mobile compass apps, printed maps for Philippines); tech tools (voice recorder, magnifier, power bank, encrypted USB); guidebook (“How to Get Depositions from Witnesses Legally & Effectively”).

	Group presentations: Showcase kits to peers, emphasizing persuasive delivery.

	Advocacy Tie-In: Present kits publicly to rally support for Larry Margulies’s and others’ assassination cases, equipping volunteers for on-the-ground evidence collection.


––––––––
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9: Empowerment for Larry’s Investigation & Family Justice

Instructor: Community Outreach Specialist

Culminating the program, this final section channels collective skills into targeted support for ongoing cases.

Objective: Empower participants to advance Larry’s investigation and aid families through structured tutoring and toolkits.

Learning Objectives:

	Develop tutoring programs using artful kits and victim-centered techniques.

	Design community support materials for assassination investigations.

	Implement incentivized fieldwork for evidence gathering.

	Mentor in role-play for practical application.


Activities:

	Supporting Larry’s Investigation – Tutoring plan: Deliver hands-on lessons on crime scene mapping, witness interviewing, depositions, and documentation; include role-play and mentoring.

	Community engagement: Create outreach materials (reward posters, flyers, digital campaigns); launch rewarded fieldwork with incentives for notarized affidavits.

	Establish toolkits for families, integrating program learnings.

	Advocacy Tie-In: Directly contribute to Larry Margulies’s case resolution while scaling models for other families, ensuring sustained justice advocacy.
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Filing Global Justice – Larry Margulies’s Criminal Complaints For Curriculum Applications
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Your First Strike – Turning Skills into Official Action. This is not the end of your training—it is the launchpad. The Artful Detective Program gave you the tools; here you see them deployed in real time through Larry Margulies’s live criminal complaints. These filings—against the deceased mastermind’s surviving network and the institutions shielding them—are the DNA of the DIY Detective brand. Study them. Adapt them. 
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Complaint Against Evelyn Yudowitz & Her Intermediaries – Executing Dr. Bernard Yudowitz’s Masterminded Plot

[image: ]


COMPLAINANT INFORMATION

Name: Larry Margulies

Current Location: Overseas (address withheld due to ongoing threats) Mailing Address: 848 North Rainbow Blvd # 4884, Las Vegas, NV 89107 Email: larry@diydetective.org

DEFENDANT INFORMATION

Name: Evelyn Yudowitz

Residence: 19333 W Country Club Dr, Apt 1723, Aventura, FL, Miami-Dade County

JURISDICTIONAL NOTE:

I allege that Evelyn Yudowitz used her residence at 19333 W. Country Club Dr., Apt. 1723, Aventura, Florida 33180 as the central hub to coordinate a sustained campaign against me, including threats, solicitation of murder, and obstruction, via phone, email, and intermediaries. Since 2010, conduct directed from or through that Aventura address allegedly included: 2017 Email Referencing “you put a price ‘IN’ our heads” (Ex. 9), October 2020 SMS threats tied to her network (Ex. 2), and 2015 threats and bribery attempts targeting my then-pregnant girlfriend (Exs. 17–18). These Florida-based activities create a sufficient nexus for Florida jurisdiction under Fla. Stat. §§ 910.005 and 48.193(1)(a)(2).

⟪Action Request⟫ I request the issuance of a case number and assignment of a detective to obtain the records identified in the “Investigative Requests” section and to initiate a formal investigation under Florida jurisdiction.

Name: Ken Shulman

Office Address:Ken W. Shulman, One Federal Street, Boston, MA 02110

JURISDICTIONAL NOTE:

Although based in Boston, Ken W. Shulman is alleged to have acted as a co-conspirator within Ms. Yudowitz’s Aventura-based network. By forwarding the November 2017 email stating “You put a price ‘IN’ our heads” (Ex. 9), and by otherwise acting in furtherance of the scheme, he allegedly joined a conspiracy whose substantial steps were planned, coordinated, or facilitated from Aventura, Florida. Florida may exercise jurisdiction where any part of an offense or its effects occur in Florida. See Fla. Stat. §§ 910.005; 777.04(3) (conspiracy); and 777.011 (principals). Venue in Florida is therefore proper. Additionally, to the extent Shulman acted as an aider/abettor to Florida-based conduct, liability attaches under Florida’s principals/accessories framework. See Fla. Stat. § 777.011.

EXECUTIVE SUMMARY

I allege that Ms. Yudowitz coordinated a multi-year campaign from Aventura, Florida, using phone, email, and intermediaries to threaten, stalk, and solicit my murder. Key events include: (a) a 2017 Email Referencing “You put a price ‘IN’ our heads” (Ex. 9), (b) October 2020 SMS threats received in Hong Kong (Ex. 2) and reported to HKPF (Ex. 4), and (c) 2015 threats/bribery targeting my then-pregnant girlfriend (Exs. 17–18). I further allege that Attorney Ken W. Shulman advanced the scheme by forwarding the 2017 email from Boston (Ex. 9). I request the issuance of a case number and assignment of a detective to obtain the records identified in the “Investigative Requests” section and to initiate a formal Florida investigation

STATEMENT OF FACTS

The following facts demonstrate how Evelyn Yudowitz, from her Aventura residence, orchestrated a series of criminal acts, including solicitation of murder, tampering with a witness, obstruction of justice, and stalking, all aimed at preventing me from reporting her crimes and forcing me into overseas refuge.

Evelyn Yudowitz’s explicit connection to the threats and actions in Hong Kong and the Philippines is evidenced by her direct coordination from her Aventura residence at 19333 W Country Club Dr, Apt 1723, Aventura, FL, Miami-Dade, through phone calls, emails, and her network of intermediaries. 

She maintained constant communication with the assailants, providing

2014 FUNDS WITHHOLDING AND INTERFERENCE




2015 THREATS AND BRIBERY ATTEMPTS







4: 2020 SMS SENDERS TRACKING AND FALSE CLAIMS



5: 2020-2021 UN-REDACTION OF MEDICAL RECORDS AND INTERFERENCE



6: 2021 EMAIL WITH FALSE CLAIMS AND FUNDS WITHHOLDING ARGUMENT



CHARGES

AGAINST EVELYN YUDOWITZ
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AGAINST EVELYN YUDOWITZ













CHARGES: AGAINST KEN SHULMAN






INVESTIGATIVE REQUESTS


Email / Account Logs (2017): Subpoena service-provider logs and content for the accounts reflected in Exhibit 9 (both sender and Shulman forward), including IP and login metadata for approximately ± 90 days around the communication. Custodians: [insert if known] / provider.

Telecom CDRs (2014–2021): Subpoena Florida carrier call-detail and text records for phone numbers associated with Evelyn Yudowitz and known intermediaries, including cell-site and subscriber data to establish Florida-based coordination.

HKPF Coordination: Request certified Hong Kong Police Force records for the incidents referenced in Exhibit 4, including any subscriber-identification returns for the SMS numbers shown in Exhibit 2, and coordinate with INTERPOL as needed to trace cross-border intermediaries.

Medical-Billing Records (2020–2021): Identify and subpoena the individual responsible for “un-redacting” medical billing documents intended for HKPF-linked doctors, and obtain device/IP logs or access metadata associated with that unauthorized access.

Police Monitoring and False-Claim Safeguard: Upon initiation of this case, monitor and document any communications from Evelyn Yudowitz or her intermediaries to Aventura Police personnel for potential attempts to mislead investigators through renewed or fabricated mental-health allegations. This precaution is warranted by her prior obstruction pattern involving false mental-illness claims to foreign authorities, which were used to discredit my reports and impede investigations.

Interview Request (Optional for clarity): Conduct an in-person interview of Ms. Yudowitz at her Aventura residence (19333 W Country Club Dr, Apt 1723) regarding Exhibits 1, 5, 9, 14, 17, and 18.

THREAT ASSESSMENT







DECLARATION AND SWORN STATEMENT

I, Larry Margulies, affirm under penalty of perjury that the foregoing is true.

EXHIBITS LIST (Exhibits are organized by category for reference)

EMAILS AND CORRESPONDENCE

	Exhibit 5: February 2021 emails from Evelyn Yudowitz to attorney Robert Hamer

	Exhibit 6: My 2020 private email to doctors requesting a medical assessment for legal reasons to substantiate a case against Evelyn Yudowitz and others. Her reference to this purpose in her February 2021 email (Exhibit 5) reveals her awareness of my confidential intent, suggesting access to this private communication.

	Exhibit 9: Yudowitz’s November 2017 email via Shulman, “You put a price ‘IN’ our heads.” This email, authored by Evelyn Yudowitz from her Aventura home at 19333 W Country Club Dr, Apt 1723, Aventura, FL, Miami-Dade, and forwarded by Ken Shulman, explicitly admits to a murder contract, demonstrating the Florida-based origin of the solicitation.

	Exhibit 13: Email from doctors re: YouTube post

	Exhibit 14: 2021 email from Attorney Robert Hamer re: Anne’s “hurt them” argument


POLICE AND OFFICIAL REPORTS

	Exhibit 4: Multiple Hong Kong Police Force reports in one name card and incidents number

	Exhibit 18: Cebu City Police Blotter report, July 21, 2015, signed by Lesyl


FINANCIAL DOCUMENTS

	Exhibit 1: 2023 bank records showing $100,000 withheld in 2014

	Exhibit 15: Greenwald trust fund letter


MEDICAL AND PSYCHIATRIC REPORTS

	Exhibit 7: Mental health assessments (2015, 2021-2025)

	Exhibit 8: A 1979 psychiatric report documenting Martin Yudowitz’s long history of violence toward me as a child, for which he received outpatient psychiatric care with Dr. Richmond Holder, and Evelyn Yudowitz’s medical negligence in denying me therapy— which she later concealed through redactions and deception, also removing its cover letter stating that she had an incestuous relationship with me. In a 1995 therapy session, Evelyn presented a heavily redacted version of this report while seeking forgiveness for locking me in my room for two years, indicating her intent to hide her actions. Her psychiatrist Dr. Onesti later confirmed she lied about our home environment, claiming it was fine when it was definitely not, which convinced him there was no need for my therapy for which he was demoted according to Evelyn’s husband. This allowed Evelyn to hide the abuses and maintain a false narrative that harmed me. These events, combined with my pursuit of the unredacted report, demonstrate a decades-long pattern of concealment relevant to the charges.


WITNESS STATEMENTS

	Exhibit 16: Lesyl Medalla’s notarized affidavit re: mid-2015 Baguio visit

	Exhibit 17: Lesyl Medalla’s statement implicating Evelyn in coercion, bribery, and baby’s poisoning


MISCELLANEOUS

	Exhibit 2: 2020 SMS from Hong Kong assailants

	Exhibit 3: 2020 Hong Kong entry slip

	Exhibit 10: Letter from Michael Zhang, April 2, 2025

	Exhibit 11: Letter from Nguyen Weeks, October 17, 2022

	Exhibit 12: Letter from Ling Ling, 2023

	Exhibit 19: Ira Liebowitz article documenting CIA experiments, including LSD use, referenced in relation to the 2015 poisonings targeting me and supporting allegations of Evelyn Yudowitz’s use of CIA and FBI contacts, potentially linked to James Whitey Bulger’s involvement in similar CIA programs.


SUPPLEMENTAL AFFIDAVIT





	Purpose





DIRECT EVIDENCE OF CRIMINAL CHARGES

	SOLICITATION TO COMMIT MURDER





	2010 HONG KONG DEATH THREATS AND ASSAULT (COORDINATED FROM AVENTURA):






	2010 SEATTLE ATTEMPTED MURDER (DIRECTED FROM AVENTURA):




	DECEMBER 2014 CEBU 7 MONTH PRENATAL MURDER (FACILITATED FROM






	2015 TAXI INCIDENT AND WITNESS WARNING (COORDINATED FROM AVENTURA):




	EXHIBIT 9: NOVEMBER 17 EMAIL (AUTHORED FROM AVENTURA):



	TAMPERING WITH A WITNESS, VICTIM, OR INFORMANT





	2014 CEBU FUNDS WITHHOLDING AND INTERFERENCE (Directed from Aventura): In







	2016 UNAUTHORIZED CONTACT WITH LAWYER: (Facilitated from Aventura):



	DECEMBER 2014 CEBU BREAK-IN (COORDINATED FROM CEBU):




	DECEMBER 21, 2014 CEBU VISA EXTENSION DELAY AND SPIKED FOOD (OBSTRUCTED FROM AVENTURA):



	2015 POISONINGS ASSAULTS (DIRECTED FROM AVENTURA):


	Baguio Incident: In mid-2015, at a hotel in Baguio City paid for by Evelyn Yudowitz, she repeated verbatim a conversation I had with Lesyl at a public market, saying, “If I send you more money, will you use it to hurt someone?”—indicating contact with assailants surveilling me, from her Aventura residence. In a prior incident in Cebu, I consumed food that caused hallucinogenic effects. This led me to request a heart health test to document my healthy condition in case of a future assault with poison that could simulate a heart attack. The assailants overheard me discussing this request, similar to how they overheard my statement that I would use money to hurt someone, referring to the man in Manila who raped Lesyl. This is nearly verbatum the argument Anne had with Mr. Hamer (Exhibit 14).I experienced a poisoning by spray from behind while already on a heart monitor for an hour at Notre-Dame Hospital before replacements arrived an hour late, an impostor doctor and nurse arrived to my check-up. My 2002 Hazmat certification from Prezant Associates in Seattle identified the dermal toxin’s metallic taste as it entered my bloodstream, inducing a 200-beat-per- minute heart attack before the actual stress test, witnessed by several individuals as I was already attached to the heart monitor with the intern and regular nurse there (Exhibit 16). The same assailant from 2014 Cebu food poisoning posed as a medical professional; a masked nurse replaced the regular nurse, countering the previous nurse’s clear instructions to press a red button if faint. Lesyl’s affidavit (Exhibit 16) confirms my presence, as hospital records are unavailable; their entire security was later replaced. Thwarting Evelyn’s attempt to eliminate me I fled to Manila to the Exit Bureau, abandoning all my life’s possessions at the apartment rented.


	Manila Incident: After arriving in Manila from Baguio, my initial exit-visa application was lost inside the government office without explanation, suggesting interference. On my second attempt at the Exit Bureau, I was sprayed with a toxin causing LSD-like and anti- freeze symptoms, aligning with the 2020 SMS senders’ “mental illness” claims and Evelyn’s State Department narrative to discredit me. A federal officer at the Manila Consulate invited me to file a complaint days prior, but all federal agents rejected my pleas twice within two hours despite distress, likely due to Evelyn’s false mental health claims or an agent’s interference, reinforcing her Aventura-directed obstruction from her residence (Exhibit 16). These actions form a pattern, increasing the likelihood of future tampering with the Aventura Police investigation.


	OBSTRUCTION OF AN OFFICER





	2020-2021 UN-REDACTION OF MEDICAL BILLING RECORDS (DIRECTED FROM AVENTURA):






	FEBRUARY 2021 EMAIL TO ATTORNEY (SENT FROM AVENTURA):
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	2021 EMAIL FROM ATTORNEY ROBERT HAMER (FACILITATED FROM AVENTURA):



	STALKING





	2013-2015 PHILIPPINES POISONING ASSAULT (COORDINATED FROM AVENTURA):



	PHILIPPINES SURVEILLANCE BY DAVID (DIRECTED FROM AVENTURA):




	2015 GRAY SUV INCIDENTS (COORDINATED FROM AVENTURA):



	2020 SMS HARASSMENT AND FURTHER CIA REFERENCES (DIRECTED FROM AVENTURA):



	PATTERN OF DISCREDITING AND ISOLATION (ORCHESTRATED FROM AVENTURA):



	CONSPIRACY TO COMMIT MURDER BY KEN SHULMAN









	SOLICITATION TO COMMIT MURDER:

	Subpoena Evelyn Yudowitz’s 2010-2021 phone and email records from Aventura providers at her residence (Exhibits 2, 5, 9; noting she used an older email account for the 2017 threat in Exhibit 9 and later switched to a new account) to confirm coordination of threats and assaults, and to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Interview Yudowitz at her Aventura residence regarding her admissions in Exhibits 5 and 9, and her role in the 2010 calls and 2014 Cebu interference.

	Investigate the 2017 American investigator linked to Shulman’s parcel and assaults.


	TAMPERING WITH A WITNESS, VICTIM, OR INFORMANT:

	Subpoena U.S. State Department records (01/2013–12/2014) to confirm Evelyn’s Arlington, Mass. liaison’s role in Cebu and the NBI letter (Exhibit 1), to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Subpoena Notre-Dame Hospital, Baguio, records (mid-2015) to verify the heart attack incident and retrieve Lesyl’s statement (Exhibit 16), to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Subpoena Martin Yudowitz’s 2016 communications with Shulman and Sandi Pelikan (Exhibit 15), to establish a pattern that threatens the integrity of the Aventura Police investigations.


	OBSTRUCTION OF AN OFFICER:

	Subpoena the 2020-2021 phone and email records of Evelyn Yudowitz’s helper to investigate their role in un-redacting my medical billing records and coordination with the SMS senders, as directed from Aventura (Exhibits 2, 5), to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Coordinate with Hong Kong authorities and INTERPOL to investigate the SMS senders (Exhibit 2) and their connections to assailants in other jurisdictions.


D: STALKING:

	Investigate David’s New England origin (2020 SMS, Exhibit 2), noting his Purple Heart claim and Kukuk’s Nest café presence in Cebu, and his surveillance activities in the Philippines tied to Evelyn’s Aventura network, to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Investigate Jerry in Davao for FBI connections and his role in Evelyn’s network (Exhibit 17), to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Investigate Paul McSweeney’s 1991 bank tracking for Evelyn to confirm its role in her Aventura-based stalking (Exhibit 8), to establish a pattern that threatens the integrity of the Aventura Police investigations.


E. CONSPIRACY TO COMMIT MURDER:

	Subpoena Martin Yudowitz’s 2016 communications with Shulman and Greenwald’s trust records (Exhibit 15) to confirm Shulman’s role, to establish a pattern that threatens the integrity of the Aventura Police investigations.

	Investigate the trust account in my name, including its creation, funding sources, and expenditures, focusing on Carol Greenwald’s unauthorized access and management through a real estate agent (Exhibit 15), and whether funds financed the stalking and threats, to establish a pattern that threatens the integrity of the Aventura Police investigations.
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ADDITIONAL LEADS

	1991-2010 McSweeney Surveillance: In 1991, Paul McSweeney, a Boston-based private detective/risk management specialist and Evelyn Yudowitz’s friend, surveilled me, reporting my banking records to Evelyn and her husband. He met me multiple times in 1990-1991, disclosing this, and parked his detective vehicle outside my residence, identifying two associates’ backgrounds one a confidential informant—later confirmed— showing his investigation for Evelyn. In 2010, I confronted him in my father’s office about the stalking and subsequent life threats; he falsely denied it, claiming “he owed his life” to my parents. This Aventura-directed surveillance began a decades-long tracking pattern.


	February 2016 Macao Incident: After fleeing the Philippines, I called Martin Yudowitz from Macao for aid waiting my new bank card. He said, “Larry, you need help!,” before I spoke, cited my attire from surveillance, and paid only one night’s hotel bill, leaving me vulnerable. He claimed, “Shulman knows where you are” and “Shulman held money” for me. Shulman denied it and asked, “Are you still using drugs?” despite my sobriety (confirmed by roommates), furthering Evelyn’s harassment from Aventura. 


	2019-2020 Federal Tracking: On March 3, 2019, at 6 AM at the Macao-China border during Covid restrictions, an American agent asked the Chinese agent escorting me about my appearance, indicating surveillance tied to my Mongolia kidnapping and Hong Kong tracking (Exhibit 2).


	CIA Brainwashing Experiments Context: Evelyn’s husband, as former Director of Psychiatry for the Massachusetts Department of Corrections, reportedly oversaw a prison hospital involved in CIA brainwashing experiments (Exhibit 19) per an Ira Liebowitz article and CIA agent quote), potentially linked to LSD-like poisoning attempts in 2015 and the “Whitey” reference in 2014 Cebu. Around 1994, while alone with my father, I heard him say, “I’m going to miss Whitey, he could sure fix a problem,” referring to Boston gangster and FBI informant Whitey Bulger, who murdered people while evading justice through FBI protection. This statement connects to the 2014 Cebu incident, where a U.S. Consulate officer referenced “Whitey” regarding a “warrant on my life,” suggesting a sustained reliance on criminal networks and corrupt law enforcement ties orchestrated from Evelyn’s residence at Aventura.



	2017 Mongolia Kidnapping (Linked to Aventura-based Campaign):



Declaration and Sworn Statement






	EMAILS AND CORRESPONDENCE:


	Exhibit 5: February 2021 emails from Evelyn Yudowitz to attorney Robert Hamer.

	Exhibit 6: My 2020 private email to doctors requesting a medical assessment for legal reasons.

	Exhibit 9: Yudowitz’s November 2017 email via Shulman, “You put a price in our heads.” 

	Exhibit 13: Email from doctors re: YouTube post.

	Exhibit 14: 2021 email from Attorney Robert Hamer re: Anne’s hurt them argument.


	POLICE AND OFFICIAL REPORTS:


	Exhibit 4: Multiple Hong Kong Police Force reports in one name card and incidents number.

	Exhibit 18: Cebu City Police Blotter report, July 21, 2015, signed by Lesyl.


	FINANCIAL DOCUMENTS:


	Exhibit 1: 2023 bank records showing $100,000 withheld in 2014.

	Exhibit 15: Greenwald trust fund letter.


	MEDICAL AND PSYCHIATRIC REPORTS:


	Exhibit 7: Mental health assessments (2015, 2021-2025).

	Exhibit 8: 1979 psychiatric report documenting Martin Yudowitz’s violence and Evelyn Yudowitz’s negligence.


	WITNESS STATEMENTS:


	Exhibit 16: Lesyl Medalla’s notarized affidavit re: mid-2015 Baguio visit.

	Exhibit 17: Lesyl Medalla’s statement implicating Evelyn in coercion, bribery, and baby’s poisoning.


	MISCELLANEOUS:


	Exhibit 2: 2020 SMS from Hong Kong assailants.


	Exhibit 3: 2020 Hong Kong entry slip.

	Exhibit 10: Letter from Michael Zhang, April 2, 2025.

	Exhibit 11: Letter from Nguyen Weeks, October 17, 2022.

	Exhibit 12: Letter from Ling Ling, 2023

	Exhibit 19: Ira Liebowitz article documenting CIA experiments, including LSD use, referenced in relation to the 2015 poisonings targeting me and supporting allegations of Evelyn Yudowitz’s use of CIA and FBI contacts, potentially linked to James Whitey Bulger’s involvement in similar CIA programs.
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